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1. Tho attached document le forwarded for year Information and retention. 

2. Use gnergajxrojkt tetieaal Corporation located at JUrtjraansha 36, Prague VII, T*r 
prepared the attached plan for the eenetruetlen of a power plant ea the •- 
Vijese Blear. Construction was scheduled to begin la 1953. According to 
source, Albanian w orkers were to build the plant under the supervision of 
Caechoslevakian technicians. 

3. Water power far the turbines will be supplied through a 50 cm cast-iron pipe 
line Crea a flu wed stress. The pipe line will he 30 aetere lent and will 
end In a sedimentation tank where the water will he cleaned. Surplus water f _ 
resulting from Spring rains will bt c h a nn e led to a distribution chamber 

through an adjacent high pressure iron pipe system (1-3 on sketch) And through 
30 em Ylanini— type pipes directly to the win outlet, an lren-eocerete tube - + t 
system using Vianimi-type 40 cm pipes. 


The flew of water to the turbines will be regulated la a special, chanter with 
slide-valves. There will he we cooling turret to produce a vacuum. The 
water will flow to the valley through pipe line 8-2 (on sketch) which is a 
high prsssur# Iron-concrete type system having ifl on Vianlni-tyjie pipes so— -fri 
cased la apical la the Ceasldswr netted, (sic), Here the sane process as 
above will be repeated. Plans call for the construction of an edainistratlen / \, 
building and living quarters for plant employee* in the valley. v 

A seal storage area will he established to store coal for use during tho win- 
ter mouth* when there Is insufficient water pressure to turn the turbines. 

Toe ooel will be delivered in buckets ea an overhand cable conveyor system. 

Included in the plan la the construction of a road free the village of VIJeee 
(ale) to the site of the power plant and to the c abl e conveyor system. 


?GXlA I 1 Comment i Source vaa unable to identify and/or completely explain ell of 

the iSfagtless shown on the attached sketch, nor was ho able to ascertain the 
actual or potential capacity of the plant. 
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